CATHEDRAL  OF  ST.  FRANCIS 
Santa  Fe,  New  Mexico 
Built  under  the  auspices  of  Archbishop  John  B.  Lamy  to 
serve  the  needs  of  the  people  of  Santa  Fe.  The  Archbishop 
lies  buried  beneath  the  pitar. 
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